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ignoring the simple precautions observed on land. But there
seems no reason why socii difficulties should not be overcome.
and it is highly probable that the health spirits of seamen
suffer when they are cooped up in cramped and badly lighted
quarters.
On a modern liner, with its elaborate catering for the wealthy
passenger, there  is  ample  scope  for the skill of the lighting
engineer; in fact, he meets most of the problems likely to
up in a large hotel or club on land.
Another point that has been clearly demonstrated In several
recent mishaps at sea, is the value of " emergency lighting.*' On
a sinking ship the failure of the electricity supply may bring
about something approaching a panic. The confusion is naturally
accentuated by the darkness, and the efforts of the officers
crew are impeded. If portable outfits of dissolved acetylene or
other appropriate system of emergency lighting were            on
deck, they might often render good service in the event of a
disaster.
We ma7 briefly mention several other possibilities of outdoor
lighting. It has been shown that light plays a great part in
evening entertainments and spectacles, and the lighting of quite
large arenas has sometimes been quite successfully accomplished.
When "we &re dealing with large outdoor areas we are faced by
the alternative of arranging the lamps on masts, as in street
lighting, or suspending them on wires having a considerable
span. This seems to limit the use of artificial light to enable
outdoor games to be played by night. There is no insuperable
difficulty" in illuminating an outdoor lawn-tennis court or golf
putting-green sufficiently brightly. But when we come to
such large areas as football grounds, golf greens, etc., the task
is more difficult. A ground on which drilling takes place, or
races are run, might he illuminated artificially, even though the
expenditure of gas or electricity might be considerable. For in
such cases posts at intervals could probably be used, and the
movements of performers controlled in such a way as to steer
clear of the obstructions. But on a football ground or hockey
field, where players run about in all directions, posts would
clearly be inadmissible. The only solution would appear to
be lamps suspended above the field on wires stretched right
across. Now that such very large "gates" are obtained at
professional football matches, the possibility of playing off
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